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OSP-0213-71 

1 MAR 1971 


MEMORANDUM FOR: Director of Research and Development 

SUBJECT : Request for Assistance in OSP 

Source Selection Activity 


1. It is requested that 


Ifrom your Radio 25X1 A 


Physics Division be made available to assist OSP in the selection of 
a contractor to provide a specialized small computer breadboard. 
Half time participation for the projected period of evaluation 
(1-16 April) is anticipated. 

2. We have found there are relatively f ew personne l within 


with his 25X1 A 


DD/S&T who have appropriate backgrounds and 

long-term experience in the development and application of small, 
highly reliable electronic devices, including computers, is excellently 
qualified to provide the expertise required on our source selection 
evaluation team. 


3. Your cooperation will be greatly appreciated. 


/s/ Harold L. Brownman. 

HAROLD L. BROWNMAN 
Director of Special Projects 
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